Triage Note 

* Final Report * 



Result date: 
Result status: 



10 August 2009 12:49 EDT 
Auth (Verified) 



ED Triage Entered On; 8/1Q/2 QQ9 12:52 EDT 
Performed On: 8/10/2009 12:49 EDT by f 

Assessment 

Chief Complaint: pt off thyroid meds due to be laid off feels palpitations and hr too low for her usually runs in 
100's 

Mode of Arrival; Walk-in 
Languages: English 
Affect/Behavior; Calm 
Triage Pain: No 
I ' all Risk Order Detail: No 
ADA: No 

Oxygen Therapy: Room air 

Temperature Tympanic: 97.5DegF(Converted to: 36.' 
Peripheral Pulse Rate: 74bpm 
Respiratory Rate: 20br/min 
Systolic Blood Pressure: 148mmHg (HI) 
Diastolic Blood Pressure: 8 3 m m l-l g 
Oxygen Saturation: 97% 
Incision/Wound, Ulcer, Skin Tear Present: No 
Allergies Reviewed; Yes 
Meds Reviewed; Yes 
Critically Unstable; No 
Skin Abnormality Present: No 
Surgical drains/tubes present; No 
Pregnancy Status: Patient denies 
Skin Breakdown Risk Triage: No 



Health Hx 

Depression Screening Grid 
Depression: No 

Health History ED Grid 
Anemia; pt denies all 
Anxiety: pt denies all 
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all 
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Arthritis: pt denies all 

Breast Cancer: pt denies all 

Gi Bleed: pt denies all 

Thyroid Disease: Self, HYPERACTIVE 

DCP GENERIC CODE 
Tracking Specialty: Main ED 
Tracking Acuity: 3 Urgent 
Tracking Group: ED Tracking Group 



Allergy 

Allergies (Active), 
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Medication Profile 

Prescription s/H ome Medications 
Current M edications 

No Home Medications SIG: Refill(s) Tot. Refills 

Provider: Status: Ordered 



